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26 September (920 


aed TES aE Das ad fh ie sae t us Lene 
hether the K.G.B had penetrated the CLA, counterintelli- 
ra Colby in 1974, 


In dispute ove w 
gence chief James Angle*on (left) was fired by Director Willia 
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